From: 

Sent: 

To: 

Subject: 


Williams, Megan (NOR) 

Monday, August 06, 2012 7:45 PM 

Saunders, Della (DPH); Lawler, Michael (DPH); Corbett, Kate (DPH) 
CW Cambridge District Court 8/8 


Follow Up Flag: Follow up 

Flag Status: Flagged 


Hi Everyone, 

Just wanted to confirm this case is still on Wednesday. I assume you will want to be on call - how much lead time would 
you need? I can usually plan to have you testify at 2 if you want to plan on that. 

Thanks, 

Megan 


Megan R. Williams 
Assistant District Attorney 
Middlesex District Attorney's Office 
4040 Mystic Valley Parkway 
Medford, MA 021 55 
Phone: (781) 897-8568 
Fax: (781) 897-6676 
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